The State further introduced the following transcript of the testimony of Miss Magnolia Kennedy as 
given at the original trial. 


“Q. Did you discover any hair on there anywhere, identify any hair? A. Mr. Barrett called me and 
showed me the hair at the machine. 

Q. And you identified it, didn’t you? A. Yes sir. 

Q. Whose hair was it? A. It looked like Mary’s hair. 

Q. Where was it when you saw it? A. It was on the lathing machine. 

On page 2253 of said record, these cross questions were asked and these answers given: 

Q. Now, what was the color of Mary’s hair, and what was the color of this hair you found there? A. 
Mary’s hair was a light brown, kind of a sandy color. 

Q. Was this light brown that you found? A. Yes sir.” 


